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United States Department of Agriculture 
Animal and Plant Health Inspection Service! 2 0 2003 

INSPECTION REPORT 


Customer ID: 2460 
Certificate: 23-C-0104 
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1711 KRATZ ROAD 
PERKIOM^NVILLE, PA 18074 


Site: 001 

WHAT-KNOTT FARM 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-30-2003 


No non-copipliances identified this inspection. 
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